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Abstract. We explore the possibility to develop a new axion helioscope type, sensitive to 
the higher axion mass region favored by axion models. We propose to use a low background 
large volume TPC immersed in an intense magnetic field. Contrary to traditional tracking 
helioscopes, this detection technique takes advantage of the capability to directly detect 
the photons converted on the buffer gas which defines the axion mass sensitivity region, 
and does not require pointing the magnet to the Sun. The operation flexibility of a TPC 
to be used with different gas mixtures (He, Ne, Xe, etc) and pressures (from lOmbar to 
10 bar) will allow to enhance sensitivity for axion masses from few meV to several eV. We 
present different helioscope data taking scenarios, considering detection efficiency and axion 
absorption probability, and show the sensitivities reachable with this technique to be few x 
10“^^ GeV“^ for a 5T, m^ scale TPC. We show that a few years program taking data with 
such setup would allow to probe the KSVZ axion model for axion masses above > 100 meV. 
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1 Introduction 

The axion is a hypothetical neutral pseudoscalar particle which was already predicted in 
1977 [1-4]. This weakly interacting particle came out as a simple solution to the CP problem 
of strong interactions in QCD [5, 6]. Two main theoretical approaches are considered today 
as a model to define the properties of the axion. The KSVZ model assumes only pure 
hadronic interactions [7, 8], while the DFSZ model allows axion-fermion interactions at tree 
level [9, 10]. These two models constrain the relation between the axion mass and its coupling 
to ordinary matter. If the mass were too high the coupling to ordinary matter would be so 
intense that it should have been already observed by previous experiments, this massive 
axion was easily excluded [1, 3, 5]. Thus the axion mass and coupling must be low, and it is 
commonly known as invisible axion. The particular properties of the axion can be restricted 
by the actual observational consequences that its existence would imply in astrophysics and 
cosmology [11, 12]. Recently, strong bounds on the axion-photon coupling, derived from 
globular clusters sets an upper limit for the axion interaction of Qa'y < 0.66 x 10“^^ GeV“^ [13]. 
Moreover, the fact that the axion would have a non-vanishing mass places it as a good dark 
matter candidate under some conditions [14-17]. The idea of the existence of the axion 
is particularly attractive because of the way it brings cosmology, astrophysics and particle 
physics together so elegantly. 

The Primakoff effect describes the conversion of photons into axions in the presence 
of virtual photons provided by external electric or magnetic fields. These fields can be the 
Coulomb field of a nucleus, the electric field of charged particles in the hot plasma of stars or 
a magnetic field in the laboratory. The inverse process, in which an axion is converted into 
a photon, provides the basic principle for most axion search experiments. First experiments 
to search for the invisible axion were suggested by Sikivie [18] in 1983, by using an external 
magnetic field to convert axions to photons. The existence of the axion would not only entail 
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a theoretical breakthrough, but from a experimental point of view, it would also provide us 
with new tools to study the Sun and the galaxy, and observe our universe with new optics. 

We can distinguish between three type of experiments that search for axions; those 
from galactic origin (axion haloscopes), those searching axion production in the Sun (axion 
helioscopes), and also pure laboratory experiments, in which the axions are produced by 
lasers in strong magnetic fields (for a recent review on axion searches see [19]). The present 
work belongs to the helioscope search experiments. 

2 Helioscope searches 

If axions exist they must be produced in the core of the Sun through Primakoff effect for 
purely hadronic axions (KSVZ), and additionally through axion-electron processes if axions 
couple to electrons at tree level (DFSZ). The very well-known temperature and density of 
the Sun core given by the Standard Solar Model allows us to calculate accurately the axion 
flux expected on Earth (See [20] and references therein). The detection of these axions (see 
Figure 1) is the basis for any helioscope experiment. 


> 
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Figure 1. Axion flux at Earth by pure-hadronic (KSVZ) axions produced by the Sun core for an 
axion-photon coupling of ga-y = 10“^^GeV“^ (flux scaled by a factor x50 for comparison). And 
flux produced by DFSZ axions model where axions have tree level interactions with fermions for an 
axion-electron coupling of gae = 10“^^GeV“^. 


There are basically two main solar axion helioscope search lines. The first line was 
exploiting the conversion of axions into photons by the electromagnetic field of a regular 
(crystalline) atomic lattice. The main idea is to use a regular lattice crystal to enhance axion- 
photon conversion for the different Bragg diffraction energies given by the different atomic 
plane distances. The angle of incidence of these axions entering the crystal would produce 
a very particular daily pattern that would allow to validate an axion signal [21-23]. Several 
low background crystals installed at underground laboratories have taken data, providing 
limits to the axion-photon coupling in the order of < 2 • 10“®GeV“^ [24-27]. However, the 
prospects for this detection technique present some limitations [28, 29], and thus it is not 
competitive with the currently running helioscope experiments. 
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Today, the most extended technique for helioscope searches is the tracking^ helioscope 
idea [18]. An axion propagating inside a magnetic field interacts only with the transversal 
component of the field. This experiment consists of an intense magnetic field which is capable 
to track the Sun in such a way that the field component is kept transversal to the propagation 
of axions coming from the Sun. A first experiment using this approach was already carried 
out at Brookhaven in 1992, using a stationary magnet [30]. This first experiment was seeking 
an axion signal by using a magnet connected to an x-ray detector for a few minutes during 
the day, when the Sun was aligned with the transversal direction of the field. A major 
advance on this detection technique was carried out by using a magnet with longer tracking 
capabilities by making use of a moving platform [31, 32]. The idea we will present is closely 
related to the tracking helioscopes detection technique, therefore we provide few details that 
will support the description of our proposal in section 3. The tracking helioscope is so far 
the most sensitive helioscope experiment, thus we will also present a state of the art and 
prospects using this technique. 

2.1 The tracking helioscope detection technique 

The tracking helioscope consists of a long vacuum pipe (magnet bore) where the intense 
magnetic field is confined. The axion converts to a photon of the same momentum as the 
incoming axion by interacting with the virtual photon provided by the magnetic field. Since 
the momentum transfer must be very low, the photon produced preserves the original energy 
of the axion and continues travelling without modification of the original axion trajectory. 
The extremes of the pipe are covered with low background x-ray detectors that detect this 
photon, typically in the 1-10 keV range (see Figure 1). 

The sensitivity of the experiment depends directly on the probability of conversion of 
an axion to photon inside the magnetic field. This quantity depends on the magnetic field 
intensity of the transversal component, B, the length of the magnet, L, and the coupling of 
axion to photon, gay, by the following expression [33], 

Pay = {gayBl2fL^ ( 2 . 1 ) 

The number of photons converted are integrated over the exposure time, and the cold 
bore aperture area. The photons detected during tracking must be well above the background 
level of the detectors. Longer exposure times allow to reduce uncertainties on the detectors 
background level and increase the possibility to observe a counting excess over the natural 
background. Thus, the background level of the detector becomes a relevant quantity on 
the final sensitivity of the experiment. In tracking helioscopes the effect of background is 
minimized by shielding the detector against external radiation and by focusing the signal in 
a reduced area of the detector by using x-ray optics (see Figure 2). 

This technique only allows searching for axions masses below < ^jAirEa/L (for a 
10 m magnet and an axion energy of Ea =4.2keV this implies nia < 20meV). For higher 
masses, the coherence is lost and the momentum transfer, q, starts to be non-negligible. A 
way to recover coherence and extend this kind of searches to higher masses consists in filling 
the cold bore with a buffer gas, thus providing the photon with an effective mass, niy. The 
conversion probability in a gaseous medium is given by [34], 

^We introduce the term tracking in this manuscript to differentiate from the helioscope concept we will 
present in this work. Although in the existing literature this term is not frequently used. 


- 3 - 




X-ray optics 



Figure 2. A conceptual drawing of a tracking helioscope magnet, including a moving platform 
allowing to follow the Sun, a magnet bore where axions are converted to photons, and x-ray focusing 
device to enhance the signal-to-noise ratio in the x-ray detectors placed at the end of the magnet. 
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where T is the absorption coefficient of the buffer gas, and q is the momentum transfer now 
given by the effective photon mass, m^, the axion energy, Ea , and the axion mass, nia, 
q = {m^ — m‘i^)j2Ea. The photon mass, m^, depends on the atomic scattering factor of the 
buffer gas, /i, and its density, p, 


= 4TTro{NA/Amu)pfi (2.3) 

where Na is the Avogadro number, A is the atomic number, niu is the atomic mass unit, and 
To the electron classical radius. 

The conversion probability given in equation (2.2) is in practice the probability that 
a photon coming from axion-photon conversion inside the buffer gas reaches the end of the 
bore. In order words, it already includes the absorption of gammas in the buffer gas after 
axion-photon conversion^. In this type of helioscope the number of photons re-absorbed in 
the buffer gas are lost, and thus the use of low T gases is preferred. 

2.2 Tracking helioscope searches and prospects 

The CERN Axion Solar Telescope (CAST) collaboration has used this technique to obtain 
the best sensitivity limit in a wide axion mass range [35-41]. CAST uses a dipole magnet 
9.6 m long with an intense magnetic field of 8.9 T, and 3 hours tracking capability per day. 
The experiment was divided in 2 phases; a vacuum phase and a buffer gas phase. The buffer 
gas phase was at the same time divided in two periods, one period was running with “^He, 
and the other period was using ^He, allowing to scan masses up to 1 eV. During the second 
phase, CAST was only sensitive to a narrow axion mass that depends on the gas buffer 
density. The buffer gas density was smoothly increased in incremental pressure steps which 

^We will redefine this quantity as Paj = to differentiate with the definition of conversion probability 
used later. 
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overlapped in order to have a continous axion mass coverage, increasing considerably the 
data taking period required compared to the CAST vacuum phase. Previously, the Tokio 
helioscope reported also on axion searches performed with a shorter length and lower field 
intensity magnet. Despite this, the shorter magnet length allowed them to perform the first 
axion helioscope search for masses > 1 eV [42, 43]. 

The lAXO collaboration is developing the future generation tracking helioscope mag¬ 
net [44, 45] . lAXO will built a dedicated 8-bores large-aperture superconducting magnet 20 m 
long, reaching an average field intensity of 2.5 T. Each of the 8 (60 cm diameter) magnet bores 
will be equipped with x-ray focussing devices that will allow to focus the large aperture area 
in a spot of just 0.2 cm^ allowing to increase significatively the signal-to-background ratio. A 
dedicated tracking system will allow to take data during 12 h per day. All these enhancements 
will allow lAXO to improve by 4-5 orders of magnitude the sensitivity of CAST in terms of 
signal-to-noise, reaching sensitivities of a few xlO~^^GeV“^. lAXO would allow us to prove 
axions in an extended QCD axion favored region not previously accessed by any running or 
proposed experiment (see Figure 3). 
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Figure 3. The axion-photon coupling versus the axion mass parameter space showing the actual 
(CAST) and future helioscope (lAXO) sensitivities, together with resonant cavities (ADMX) searches 
and prospects. See [19] for a detailed explanation on astrophysical and cosmological limits, and axion 
searches. 


We will show that the new helioscope type we propose in this work will allow us to 
cover a new theoretically favored part of the axion parameter space not explored so far. This 
detection technique will tend to be more efficient than tracking helioscopes for higher axion 
masses, for which higher buffer densities are required. In tracking helioscopes the signal is 
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diminished for higher gas densities due to photon re-absorption. However, the helioscope 
type we will propose will directly detect photons absorbed in the buffer gas, making it more 
efficient for higher buffer gas densities, p and gases with higher absorption coefficient, F. 

3 A new helioscope detection technique 

The new helioscope technique proposed in this section is based on an original idea developed 
in 1989, and described in [34]. In this work the authors present a stationary helioscope 
using a superconducting magnet, filled with a low-Z buffer gas, like H 2 or He. The x-rays 
converted in the buffer gas would travel towards a thin window defining the boundary of the 
gas buffer, and would be then detected, for example, by a multiwire chamber. The novelty 
of the idea we present in this paper is the fact that the buffer gas and the x-ray detection 
volume would be the same entity. This could be made by means of a gaseous TPC immersed 
in an intense magnetic field in such a way that the detector itself performs axion-photon 
conversion and detects the photon absorbed. This would allow to increase the detection 
efficiency while using higher-Z gases. The TPC could be built using a micropattern readout; 
i.e., micromegas technology (detailed in section 4.2). Micromegas detectors have shown good 
radiopurity and have proven the capability to operate in intense transverse magnetic fields 
(>4T) for the CLAS12 experiment [46, 47]. A TPC using a transverse magnetic field will 
produce a non-negligible deviation of the electron tracks drifting towards the micromegas 
read-out [48], thus a natural choice is to use a magnetic field parallel to the drifting field in 
order to minimize the effect on the Lorentz angle (see Figure 4). 



Figure 4. A conceptual drawing showing the TPC drift volume. The axion would convert to a 
photon inside the TPC, interacting in the gas and producing electrons drifting towards the micromegas 
readout, allowing to measure time and spatial event topology. A proper shielding against external 
radiation should be placed in order to minimize the background level of the detector. 


The fraction of axion-photon conversions that are directly absorbed by the gas was 
also detailed in [34]. The axion-photon absorption probability, is given by the following 
relation. 


= 

^ a7 


{ga^B/2f 
(g 2 +r 2 / 4)2 


{g2-3F/4+(g2+r2/4)(rL-e“’"^) + [F2cos(gL) -2gFsin(gL)] 


(3.1) 
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which can be approximated for gases with high photo-absorption (FL 3> 1) by the following 
expression, 


pA _ 


(3.2) 


Therefore, for gases with high T where the above approximation is valid, the axion 
absorption probability, P^, will be higher than the transmitted photon component given by 
as it is observed by comparison with relation (2.2). The enhanced detection efficiency 
for gases with high photo-absorption coefficient implies this technique will be specially com¬ 
petitive for the higher axion mass region, ~ eV. 

For comparison. Figure 5 shows the absorbed and transmitted photon component pro¬ 
duced by the axion flux traversing a magnetic field as a function of distance. The transmitted 
component saturates when the number of photons produced is comparable to the number 
of photons re-absorbed. The distance at which this occurs will strongly depend on the gas 
absorption coefficient and density. 



Figure 5. Axion-photon transmission probability, 
of the distance through a magnetic medium of 5T 
the right, xenon at lOOmbar (rua ~ 0.4eV). 



Py, and absorption probability, P^, as a function 
On the left, helium at 10bar (m^ ~ 0.85eV). On 


We must notice that we will integrate the axion flux for a given detector section, A. 
Therefore, the quantity we must consider for optimizing detection sensitivity is B^V, where 
V is the volume of the detector. Contrary to tracking helioscopes, our detection volume does 
not require to be a long pipe (geometry used to optimize the quantity B^VL derived from 
relation (2.1) after integration of the axion flux). Indeed, for searches based on detecting the 
absorbed photon component, a gaseous TPC volume with no privileged direction might be 
a better option. An obvious choice for implementation could be a cylindrical TPC such that 
R = L/2. In principle, the maximum amplitude of the axion transmission probability reach¬ 
able is higher than in the case of the absorption probability^, however this is compensated by 
the possibility to use a larger magnet, increasing detection volume and exposure time. After 
all, this helioscope technique would be measuring the solar axion flux continously, with an 
efficiency that would modulate during the day due to the effective transversal component of 
the TPC magnetic field with respect to the incident axion flux. 

^Due to the fact that in the absorption approach we must use higher V gases 
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3.1 Annual and daily signal modulation 


Using the proposed cylindrical geometry would allow to track the Sun at any time. The 
detector would be ideally installed stationary at an underground laboratory, being its axion- 
photon conversion probability correlated to the axion incident angle with respect to the 
magnetic field direction. If at a given moment of the day the detector is sitting such that 
the incident axion flux is fully transversal to the magnetic field the conversion would be 
maximized. If during the day, due to the rotation of the earth, the incident angle would vary 
between 0 and 45 degrees, it would produce a modulation signal varying between and 
B?'I2. Then, the axion flux would produce a time modulating pattern (see Figure 6) that 
would vary along the day, depending also on the period of the year. Therefore, the solar 
axion flux would produce an unmistakable signal in time. 




Hour of the day Hour of the day 


Figure 6. Daily evolution of the squared transversal field component for a field of IT, the 21st 
of March (left) and the 21st of June (right). The magnetic field is assumed to be homogeneous all 
throughout the TPC. Lines corresponding to three absolute magnetic field orientations are plotted, 
one being perpendicular to the ground {Bzenith), the second in the North-South direction {Bsouth), 
and the last one in the East-West direction (BEast)- Curves have been calculated for a latitude 48°N 
and longitude 2°E. 


Another interesting feature of this helioscope type is the wide field of view, allowing to 
observe other celestial phenomena (i.e. supernovae) or unexpected axion sources. The daily 
modulation pattern will be unique for a specific position. Spatial resolution will strongly 
depend on statistics, something that could be improved if two or more detectors with different 
magnetic field orientations would be used. For example, if an excess would be observed during 
a short supernovae event, the detected event ratio between the different detectors would at 
least allow to validate its spatial origin. 

Furthermore, the wide field of view would allow to measure the axion flux from the 
entire solar disk, adding the possibility to detect axions (or axion like particles) produced 
at the outer layers of the Sun or the limb. This capability is hardly reached by tracking 
helioscopes given their lower field of view imposed by the length of the magnet pipe and the 
angular acceptance of x-ray optics. One of the technical advantages of this helioscope is that 
not high accuracy alignment would be necessary since a systematic uncertainty on the TPC 
orientation would produce a small effect on the daily pattern and overall signal efficiency. 

Figure 7 shows the squared transversal field component (daily averaged) along the year 
for different star locations. The relative orientation of the Earth respect to the Sun would 







produce a modulation of the detection efficiency as a function of the day of the year. For 
far away sources, the variation along the year is negligible and the daily detection efficiency 
would remain constant. As it is observed, the efficiency of detection will depend on the point 
of the sky a possible axion source would be coming from. From the three field orientations 
chosen for this figure (for the case of the Sun), the one pointing towards the Zenith is the 
most efficient for solar axions, reaching an average efficiency of about 75%, equivalent to 18 
hours of data taking per day keeping the magnet oriented towards the Sun. We must notice 
that this configuration, a TPC with a field perpendicular to the ground, is a natural choice 
in rare event physics searches with TPCs. 


Polaris (N89) - Betelgeuse (N07) Sun (B_South) 

Schedar (N56) - Nunki (S26) Sun (B East) 

Deneb (N45) - Peacock (S57)- Sun (B_Zenith) 

Alpheratz (N29) - Atria (S69) - 



Day of the year 


Figure 7. Annual evolution of the squared transversal field component (daily averaged) for 1T 
magnet and different positions in the sky by using navigation stars. The TPC magnetic field is 
defined pointing towards Zenith. The average transversal field component for the Sun is also shown 
for a magnetic field pointing towards South, East and Zenith. 


The daily and annual modulation patterns (Figure 6 and Figure 7) show just the mod¬ 
ulation of the transversal field component. However, the overall detection efficiency will be 
affected by the fact that the axion trajectories inside the actual magnetic field geometry will 
depend on the incident angle and the impact parameter. Therefore, the conversion probabil¬ 
ity must be integrated to the different coherence lengths, L, for a given TPC geometry as a 
function of the incident angle. This leads to a geometrical factor that is more pronounced for 
lower-Z gases and lower densities (for trajectories where FL ^ 1 is not satisfied). We have 
calculated this geometrical factor in xenon at lOmbar, 50mbar and lOOmbar for a cylindrical 
geometry (R = L/2) with its axis perpendicular to the ground obtaining an efficiency loss on 
conversion probability of 21.5%, 11.9% and 6.9%, respectively. The effect of the transversal 
magnetic field component on the daily modulation is still dominant, and the effect of the 
geometrical factor for the higher pressure range becomes negligible. 
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3.2 Resonance width and axion mass coverage 

As in the case of tracking helioscopes using a buffer gas, the helioscope here proposed would 
be most sensitive to the axion mass matching the refractive photon mass of the medium, 
which depends on the gas pressure through relation (2.3). The flexibility of operation of a 
TPC at low or high pressures, and different gas mixtures, will allow extending this search 
to a wide axion mass range. The lower pressure to be used will be ultimately determined 
by the electron track length which is finally detected after photon conversion in the TPC. If 
the track length of the electron starts to be comparable to the detector size it will imply a 
considerable reduction of effective detection volume. For instance, if the resulting electron 
track would be 5 cm in a Im^ scale TPC, the active volume would be reduced to ~ 91% (in 
the worst scenario). Therefore, we should use a combination of gas mixture and pressure that 
keeps the track length below 5 cm. The low-Z gases are the most affected ones, for He, Ne 
and Ar a track length of < 5 cm (for a 5 keV photon) would imply to operate at a minimum 
pressure of lOOmbar, 20mbar and 4mbar, respectively. While for Xe, a pressure as low as 
4 mbar already implies an electron track < 5 mm. The table below shows the axion mass 
range coverage, based on the refractive axion mass from relation (2.3), for different gases and 
for the pressure range specified. 


Helium 

Neon 

Argon 

Xenon 

100 mbar - 10 bar 

86meV - 0.86 eV 

20 mbar - 10 bar 

137 meV - 1.94 eV 

4 mbar - 10 bar 

51meV - 2.57eV 

4 mbar - 10 bar 

79meV - 4.05 eV 


The conversion probability for each helioscope technique is given by relations (2.2) and 
(3.1). Both relations describe a resonance centered at m-y. These relations imply that the 
conversion resonance will be broadening for gases with higher T. Although the amplitude of 
the conversion probability is lower for higher T values, the final sensitivity in a wide axion 
mass range will be roughly independent of the gas choice, since the integral of the resonance 
is not strongly dependent on T. Then, an advantage of using heavier elements as buffer gas 
would be to cover a wider axion mass region with fewer pressure steps, assuring additional 
stability during long data taking periods. Long data taking periods at each pressure setting 
are highly desirable, since a background measurement in absence of magnetic field would 
allow to probe an axion signal by direct comparison with data taken with a given magnetic 
field intensity. 

Figure 8 shows the axion-photon conversion probability for different gases and pressures. 
It is observed that for the same m-y, xenon shows broader axion mass coverage versus neon 
and helium. For instance, xenon could be used for a wide axion mass coverage, while neon 
could be used for increasing sensitivity at a particular axion mass. The amplitude of the 
resonance should in principle decrease with the axion mass, however for helium the effect of 
low photo-absorption is still dominant as pressure is increased. 

4 State of the art in low background large volume TPC’s 

A fundamental issue for the success on the development of this technique resides on the 
background level achievable by a large volume TPC. In the tracking helioscope technique, 
the detector size requirements are just driven by the cold bore area, and in the case a focusing 
device is used, the signal to background ratio will be reduced to a small region of the detector. 
However, for the detection technique we propose the detector volume scales with the magnet 
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Axion mass [eV] 


Figure 8. Conversion probability resonance for different gas settings. Helium at 50mbar, 2.4bar and 
15 bar, neon at 475mbar, and xenon at lOOmbar, 2 bar and 20 bar. The curves have been calculated 
for B = IT and V = 1 m^, by using relation (3.1). 


size, and therefore so does its background level. Thus, a large volume TPC should achieve 
extraordinary good background levels to be competitive with tracking helioscopes. 

There are several projects developing large volume TPCs for rare event searches. We can 
use the expectation on background level to be reached on those large volume prototypes, and 
use them as a reference to estimate the sensitivities reachable with the proposed helioscope 
technique. We will introduce in the following sections two R&D projects under development 
for WIMP searches, describing their detection principle, advantages they present for our par¬ 
ticular search (in terms of energy threshold and energy resolutiion), evolution and prospects 
on background levels. The first R&D project we will describe is based on the development 
of a Spherical Proportional Counter (SPC), and the second is based on a large volume TPC 
using micromegas technology. The geometry of the electric field and magnetic field orienta¬ 
tion will also play a role on the final choice for a particular TPC configuration. However, in 
this first approach we will focus on the background level achievable by this type of detectors. 
Further studies should determine the best TPC magnet setup for this kind of search. 

4.1 Spherical Proportional Counters 

A Spherical Proportional Counter (SPC) consists of a spherical grounded cavity which is 
filled with gas [49]. In the center of this cavity is placed a small spherical sensor (made of 
metallic or resistive material) where a high positive voltage is applied (see Figure 9). The 
field produced inside the cavity allows drifting the charges produced by ionizing interactions 
in the gas. The field close to the sensor (typically 1 cm diameter) is high enough to produce 
signal amplification through electron avalanche processes. 

Recent work has shown the capability to obtain competitive background levels with 
a large volume TPC. A spherical TPC (SEDINE), with a volume of 110 dm^, has been 
running at the Laboratoire Souterrain de Modane (LSM). SEDINE vessel has been built 
with radiopure copper. The internal radius is 30 cm, and although different sensor types and 
sizes can be used, the detector is actually operating with 6.3 mm diameter Silicon ball. Several 


- 11 - 











Figure 9. A drawing describing the detection principle in a spherical TPC. 


interventions took place in the detector set-up to improve materials radiopurity and shielding 
design, allowing the reduction of the background level to 60 counts day“^keV“^bar“^m“^ [50]. 
In addition, studies have shown that this background level is still limited by external gamma 
radiation and additional shielding upgrades and studies could help to reduce even further the 
actual values. 

SEDINE started operating at LSM in 2011. The detector is protected from exter¬ 
nal radiation by several layers of different materials, including radiopure copper, lead and 
polyethylene. Emphasis was placed on the radiopurity materials used and different cleaning 
processes have minimized the effect of contamination due to radon daughters and other con¬ 
taminants sticking on the surrounding walls of the shielding and detector. The background 
levels obtained are competitive with the most sensitive experiments up to date for low mass 
WIMP searches [51-53]. A near future program for SEDINE includes increasing target mass 
for gas pressures that could go up to 10 bar [54] . 

The main advantages of this detector reside on its simplicity, its large volume, energy 
resolution achievable (11% EWHM at 6keV) and low electronic noise provided by the spher¬ 
ical topology, given by its low capacitance. The low energy threshold is only limited by 
the ionization energy of the gas [55]. The discrimination capabilities provided by the time 
signal recorded allow to differentiate between local (x-rays) and extended charge depositions 
(electrons and muons). 

A single read-out channel allows acquiring the charge produced by the interacting par¬ 
ticles which are drifted by the electric field towards the sensor, inducing a signal shape that 
depends on the charge density profile deposited in the gas and the distance to the sensor. 
The signal depends on the position through the drift time, given by the drift velocity of the 
electrons, and the charge diffusion (these quantities being also dependent on the electric field 
which varies along the radius of the sphere). The total drift time required by the resulting 
charges moving towards the sensor depends strongly on the gas mixture used and pressure 
(varying between few /rs to several ms). The diffusion of electrons during their movement 
towards the sensor will depend on the distance to the sensor through the varying electric field. 
The strong dependence on the field as a function to the distance allows to exploit the charge 
diffusion to localize them and use this information to reduce surface event contamination. 
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4.2 Micromegas-read TPC 

Micromegas (for MICRO MEsh GAseous Structure) is a parallel-plate detector invented by 
1. Giomataris in 1995 [56]. It consists of a thin metallic mesh and an anode plane, separated 
by insulating pillars. Both structures define a very little gap (between 20 and 300 ^m), where 
primary electrons generated in the conversion volume (see Figure 10) are amplified, applying 
moderate voltages at the cathode and the mesh. This type of readouts show good spatial, 
time and energy resolution, a stable gain along time and little mass budget. 



Figure 10. Micromegas detector concept described in the text. 


The two actual fabrication technologies (bulk [57] and microbulk [58]) create all-in-one 
detectors, with improved homogeneity, and solving technical problems on mesh displacement 
observed on the first micromegas detectors produced [56] . In the first case, two photo-resistive 
layers with the right thickness are laminated with the anode readout circuit and the mesh, 
forming a single object. The supporting mesh pillars are formed using a mask with the pillar 
pattern and illuminating the piece with UV light, the rest of the material is removed by a 
chemical bath. Bulk detectors are quite robust and large areas can be built. In the second 
case, the raw material is a thin flexible polyimide foil with a thin (5 /rm) copper layer on each 
side. The mesh is etched out of one of the copper layers of the foil, and the amplification 
gap is created by removing part of the kapton by means of appropriate chemical baths 
and photolithographic techniques. The amplification gap is more homogeneous and the mesh 
thickness is thinner than bulk detectors. For this reason, microbulk detectors have shown the 
best energy resolutions among micro-patterned readouts, as low as 11.2% FWHM at 5.9 keV 
in argon-isobutane, 10.5% FWHM at 5.9keV in neon-isobutane [59] and 7.3% FWHM at 
22.1 keV in xenon-TMA [60]. They are also clean from the radioactivity point of view [61] 
but are less robust than bulk detectors and their maximum size is limited to 30 x 30 cm^, 
due to the current equipment limitations. 

Since micromegas detectors started operation at GAST [62-65], several improvements 
on the detection line (i.e.; shielding upgrades, micromegas technology, etc) allowed lowering 
the natural background level measured, increasing the sensitivity of the experiment. Under 
coordination of the GAST group at the University of Zaragoza, background measurements 
took place at the Laboratorio Subterraneo de Ganfranc (LSG) with a radiopure micromegas 
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detector"^ [66-68] . The aim of these measurements was to determine the background achiev¬ 
able with this technology. The set-up consisted of a faraday copper cage where the detector 
was placed, and a surrounding 20 cm lead, 10 cm polyethylene shielding. The results obtained 
showed that the detector in CAST was still not limited by the micromegas read-out materials, 
and that there was still room for optimization through shielding upgrade (see Figure 11). 
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Figure 11. Chronological improvements in background level with micromegas detectors at CAST 
for different detector set-ups (blue, green and black dots) and those achieved at the LSC using a 
micromegas detector and set-up similar to the one used in CAST (red dots) 



The detector reached a background level of 10“^ keV“^ cm“^ s“^. We can express this 
background level in terms of the volume of the detector knowing that the detector drift was 
3 cm. Then, the renormalized background is about 3 • 10^ keV“^ m“^ day“^. However, for a 
large volume detector surface contamination effects would be minimized. 

As a result of developments made in Micromegas technology [56-58], as well as in the 
selection of radiopure materials [61, 69], the University of Zaragoza is developing a low 
background Micromegas-based TPC for low-mass WIMP detection, called TREX-DM [70]. 
Its main goal is the operation of an active detection mass ~0.300 kg with an energy threshold 
below 0.4 keVee (as already observed in [71]) or lower. The actual setup (see Figure 12, left) 
consists of a copper vessel divided into two active volumes, each of them equipped with a 
field cage and a bulk Micromegas 25 x 25 cm^ bulk detectors. Signals are extracted from the 
vessel by flat cables and are read by an AFTER-chip based electronics. The actual setup is 
being commissioned in Ar-|- 2 %iC 4 Hio up to 10 bar, and several improvements in detector’s 
grounding are being made. In parallel to the commissioning, a large bulk Micromegas detector 
fully made of radiopure materials is being built. This detector could be also read by AGET 
electronics [72], which may further reduce the energy threshold to values near 100 eV. These 
improvements will be commissioned during 2015, so as the detector may be installed at the 
LSC during 2016 for a possible physics run. 

^The same type of detector that was taking data in CAST. 
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We estimated the background level achievable in TREX-DM experiment based on the 
Geant4 simulation of the radioactivity of the detector components, the signal response of a 
Micromegas-based TPC and a modified version of CAST analysis, used to discriminate low 
energy x-rays from muons. The expected background level (see Figure 12, right) in argon- 
and neon-based mixtures is 1-3 counts keV“^ kg“^ day“^, i.e., 2.5 day“^ m“^ bar“^ keV“^. 
These values must be confirmed by the simulation of the external gamma influence. 
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Figure 12. Left: Design of the TREX-DM detector. The different parts are: active volumes (a), 
central cathode (b), calibration points (c), field cage (d), Micromegas detector and support base 
(e), flat cables (f), AFTER-based electronics (g), gas system (h) and pumping system (i). Right: 
Background spectrum expected in TREX-DM experiment (black line) if operated in Ar-|-2%iC4Hio 
at 10 bar in absence of any ^®Ar isotope and installed at LSC. The contribution of the different 
simulated components is also plotted. 


5 Prospects for an AMELIE search 

We are now ready to show the final sensitivity of this type of helioscope by using the back¬ 
ground level prospects for the large volume TPC projects presented in the previous section. 
We propose an Axion Modulation hELIoscope Experiment (AMELIE) exploiting the detec¬ 
tion principle described in section 3, using a large volume low background TPC immersed 
in an intense magnetic field. We have calculated the sensitivity reachable using different 
atomic elements as buffer gas (helium, neon and xenon), for a cylindrical TPC with an active 
volume given by R = 0.5 m and R = T/2, immersed in a magnetic field of 5 T. We consider a 
background level of 0.1 cpdkeV”^ m“^ for this calculation, based on the results and prospects 
for rare events searches with large volume TPCs. As it was mentioned, the final sensitivity of 
the experiment will depend on the background level achievable in our detector, thus we have 
considered also the conservative case of 10cpdkeV“^m“^ in order to observe the effect on the 
final sensitivity of this type of helioscope. Figure 13 shows different sensitivities reachable 
for different gas mixtures and conditions. Here we show the sensitivity for a 5 years total 
exposure time (300 days per year) at two different pressures of neon and xenon, and for 
a pressure scanning using helium at different pressures varying between lOmbar and 5 bar, 
and an exposure of 300 days per pressure step. An annual efficiency of 75% on and a 
20% loss due to the geometrical factor (described in section 3.1) has been considered in the 
calculation. 

As it was expected, xenon shows the best sensitivity in a wide axion mass range, due 
to its higher photo-absorption. Thus, for a first axion mass scan, using xenon as buffer gas 
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Figure 13. Sensitivity on the axion-photon coupling for the TPC conditions and data taking 
program described in the text, together with the theoretical coupling expected for KSVZ axion model. 
We show the sensitivity reachable with a single pressure step (1500 days exposure time) in neon 
(1.6bar) and xenon (20mbar). The sensitivity on neon has been calculated considering 2 different 
background levels 0.1 and 10 cpdkeV“^m“^. We show also the combined limit of several pressure 
steps using helium as a buffer gas. 


seems the most reasonable choice. In case a signal would be observed, neon and helium 
could be used to reinforce the signal hypothesis and to gain in axion mass resolution, given 
the thinner axion mass resonance with lower-Z gases. Such sensitivity curves prove that 
a detector running in such conditions, using xenon as buffer gas, could allow to search for 
KSVZ axions above > 100 meV. 


The sensitivities shown would be reachable with a medium size TPC. We have cal¬ 
culated also the implementation of this detection technique in a magnet as lAXO. The 
lAXO effective magnet volume is ~45 m^, increasing considerably the sensitivity of this de¬ 
tection technique. Figure 14 shows the prospects for small size prototype (AMELIE-PROTO 
~21dm^), a medium size TPC (AMELIE - same size as the prospects shown in Figure 13), 
and a hypothetical AMELIE-IAXO search. We define four pressure settings at 20 mbar, 
40 mbar, 80 mbar and 160 mbar using xenon as buffer gas. The total exposure time of the 
first pressure step is 5 years, the second is 2.5 years and the two last ones are 1.25 years (1 year 
being 300 effective days). 

We observe that a first search using this technique with a small scale prototype (AMELIE- 
PROTO) could already scan a region of the axion parameter space not explored by previous 
experimental axion searches. And, a medium size scale (AMELIE) could allow to probe 
KSVZ axions for masses above > 100 meV, and allowing to go beyond the astrophysical lim¬ 
its derived from HB stars. As it is observed this technique would allow to extend the lAXO 
future sensitivity towards the higher axion mass region. If no axion signal would be found 
with lAXO, a second phase (i.e. placing lAXO underground) using this technique could 
enhance the lAXO sensitivity towards the higher mass axion region. 
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Figure 14. Axion-photon coupling as a function of the axion mass excluded by tracking helioscopes 
(CAST). Together with future lAXO sensitivity prospects. We plot the prospects for a small prototype 
(AMELIE-PROTO), a Im^ scale detector (AMELIE), and a hypothetical search using the character¬ 
istics of lAXO magnet (AMELIE-IAXO), for the pressure conditions and exposure described in the 
text. The 75% efficiency due to the field modulation, and a 20% efficiency loss due to the geometrical 
factor have been included. The yellow band represents the favored axion theoretical region. 


6 Conclusions 

We have presented a novel detection concept for the search of solar axions that have not been 
exploited so far in axion helioscopes. We have shown that the progress on low background 
large volume TPCs could allow to reach axion-photon coupling sensitivities improving run¬ 
ning helioscope searches, and allowing to explore a new region in the theorical favored axion 
parameter space, not accessible before in previous axion searches. 

We summarize some of the advantages this axion helioscope technique would entail 

• The helioscope would be placed stationary. This, together with the possibility to use 
a broad axion mass coverage (using higher-Z gases) would allow to increase stability. 
The data taking process would be simplified for long periods of time, since a broad 
axion mass range could be covered with a single pressure setting. 

• There is no high-accuracy alignment required and a full angular scan would be possi¬ 
ble, allowing to measure the full solar disk, making possible to detect possible axion 
phenomenology related to the intense magnetic fields on the outer layers of the Sun. 

• If a signal would be found, the simplicity of design would allow to scale the experiment 
to a world wide network allowing to better characterize solar axions coming from the 
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Sun and other possible axion sources, given the full angular view capabilities of this 
helioscope technique. 

The development of this technique is motivated by the prospects on large volume TPCs 
for rare events searches presented in this work. To achieve the sensitivities we have shown 
it will be required to prove that we could achieve such background levels in a TPC when 
immersed in a magnetic field. Therefore, further studies on discrimination capabilities using 
a magnetic field should be performed. In principle, it is not obvious if the presence of a mag¬ 
netic field would increase or reduce discrimination potential. We should also emphasize that 
progress on rare event searches during the last years has been pushing the background levels 
achieved even further, by exploiting the discrimination potential of the event topology, by 
improving the radiopurity of materials used in the detector, and by optimizing the structure 
of the shielding used to diminish the effect of external radiation. 
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